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FRANK W SM'TH ViceE-PRESIDENT 
The United Electric Light and Power Co 
New York N Y 


WALTER H JOHNSON VicE-PRESIDENT 
The Philadelphia Electric Co 
Phi lphia Pa 


FRANKLIN T GRIFFITH Vice-PRESIDENT 
Portland Rasheay Light and Power Co 
ortla 


Ore 
J E DAVIDSON VicE-PRESIDENT 
Nebraska ower Co 


H C ABELL TREASURER 
Electric Bond and Share Co 
New York N Y 


M H AYLESWORTH Executive MANAGER 
NELA Headguarters 
New York N Y 


MEMBERS AT LARGE 
(Terms ezpiring 1922) 
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MARTIN J INSULL Ex-OrFicio FE 
Middle West Utilities Co = 
Chicago Ill = 
RAWSON COLLIER 2 
Central Hudson Gas and Klectric Co c 
Poughkeepsie N Y £ 
— M HERR B 
Westinghouse Electric & Manufacturing Co i 
East Pitisburgh Pa é 
WALTER NEUMULLER s 
The New York Edison Co 
New York N Y = 
W E ROBERTSON 

Robertson Cataract Electrio Co 
uffaloN Y E 
(Terms expiring 1923) 5 
W A LAYMAN E 
Wagner Electric Manufacturing Co E 
St Louis Mo i 
E w LLOYD = 
Commonwealth Edison Co z 
Chicago Ill s 
J F OWENS = 
Oklahoma Gas and Electric Co = 
Oklahoma City Okla = 
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( Terms expiring 1924) 


The Edi hn Bileetric Tivo: Co 
ison Electric i i 
of Boston Bastounen 


R F PACK 
Northern States Power Co 
Minneapolis Minn 


Got LURE cnts Co 
Schenectady NY 
NATIONAL SECTION CHAIRMEN 
ACCOUNTING 


E J FOWLER 
monwealth Edison Co 
Chicago Iu 


COMMERCIAL 
R H TILLMAN 
Consolidated Gas Electric Tight and 
Power Co Baltimore Md 
PUBLIC RELATIONS 
MARTIN J INSULL 
Middle West Utilities Co 
Chicago Ill 

TECHNICAL : 


N A CARLE 
Public Service Production Co 
Newark N J 


GEOGRAPHIC DIVISION PRESIDENTS 
CANADIAN 


JULIAN C SMITH 
Shawinigan Water and Power Co 
Montreal 


EAST CENTRAL 


W_W FREEMAN 
Union Gas and Electric Co 
Cincinnati Ohto 


EASTERN 
A H S CANTLIN 
Pennsylvania Power and Light Co 
Allentown Pa 
GREAT LAKES 
W C LOUNSBURY 
Superior Water Light and Power Co 
Superior Wis 
MIDDLE WEST 
O H SIMONDS 
Dubuque Electric Co 
Dubuque Iowa 
NEW ENGLAND 


CHARLES tL EDGAR 
The Edison Klectric Illuminating Co 
of Boston Boston Masa 
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NORTH CENTRAL : 

T D CROCKER = 

The Minneapolis General Electric Co z 
Minneapolis Minn 2 
NORTHWEST = 

W R PUTNAM 5 
Idaho Power Ca = 
Boise Idaho e 
PACIFIC COAST = 

A B WEST g 
Southern Sierras Power Co e 
Riverside Calif H 
ROCKY MOUNTAIN E 
, 


—E P BACON 
Natrona Power Co 
Casper Wyo 


SOUTHEASTERN 


Pas Onion Wrte ont Liki O 
ater a oO 
"Orlando Fla 


SOUTHWESTERN 
A HARDGRAVE 


Ameriog ss Punt io Service Co 
las Texas 
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